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ENVIRONMENTAL  PROTECTION 
AGENCY 

[40CFRPart  2011 

Noise  Emission  Standards  for 
Transportation  Equipment;  Interstate 
Rail  Carriers 

AGENCY:  Environmentdl  Protection 
Agency. 

action:  Correction  to  Notice  of 
Proposed  Rulemaking. 

SUMMARY:  This  is  a  notice  of  corrections 
to  the  Federal  Register  published  April 
17, 1979  at  pages  22960  to  22972,  titled 
"Environmental  Protection  Agency  [40 
CFR  Part  201]  Noise  Emission  Standards 
for  Transportation  Equipment;  Interstate 
Rail  Carriers.” 

FOR  FURTHER  INFORMATION  CONTACT: 

Di.  William  E.  Roper,  Office  of  Noise 
abatement  and  Conti-ol.  (70.3)  Ft57-7747. 

Corrections 

Errors,  were  made  to:  Line  67,  column 
3  on  page  22963.  Line  2,  column  2  on 


page  22966.  Table  4.1  on  page  22964. 
Table  4.3  on  page  22965-22966.  Table  4.4 
on  page  22966.  Paragraph  201.26(d)(1)  on 
page  22971.  Figures  2  and  3  were  deleted 
Corrected  line  67,  column  3  on  page 
22963  is  as  follows;  “we  reviewed 
several  types  of  descriptors” 

Corrected  line  2,  column  2  on  page 
22966  is  as  follows;  “and  rely  on 
assumptions  regarding” 

Corrected  Tables  4.1,  4.3,  and  4.4  and 
corrected  paragraph  201.26(d)(1)  are  as 
follows: 

Table  4  1. — NHiise  state  merd  lechniques  To  Limit 
Flat  snci  Hump  ySTd  Nc«>e  to  L^n  =  70 


Tectwngut  -Hat  yafd  Hump  yard 


Refrigerator  C8i  Tnealmerrt .  X  X 

Switch  Engine  Ticalme.'ol .  X  X 

Relocate  ty  Enctos*  Lo:-id  Cell  rest 

Site .  X  X 

Relocate  or  Shut  Do««,  iditng 

Locomotive .  '  X  X 

Retarder  Noise  tomers . .  X 


Table  4.3.— Cost  Estimates  for  Noise  Abatement  of  U  S  to  fk'acf,  L*.  7(i 


Noise  soucres 


Control  techniques 


Type 


Hurnp  Varos  Me 

V,astti  Rwtaideis  . 

Gioup  Rp*a«drTs . 

SwiKh,  Engines  . . . 

Load  Tesi  Sue . . 

Measuiemt.rn  . . 

Sobtoiai— Hump  ya'd  costs 
Ftat  dessri'cation  Ve-ds  iii3 

Switcn  E'5'nes  . 

Load  Test  Site . 

Measi^emtiti  . 

SubioUH— Ftai  ciassitication  yard  costs 
industna.  Yards  taji 

SwOcr  fcrgmes  . 

Measuremem  . 

SubiofM— I' gusmai  yards . 

Retnge'ato;  Cais 


Ont.tc  icffat 


Type 

Unfe  oiH 

(iRChai  costs 
ffOOO) 

Annualucd 
costs  (SOOO) 

8arnc»  Sets . .  _. 

SMWX.'O 

w/wo 

1JO0 

tX),000 

MtWO 

82.790 

11,160 

372 

2,790 

1240 

S594 

2,374 

170 

575 

582 

Mufflers  and  Fari  T'eatmer.i 

Relocate  or  Enclose . . . 

Insirumentalion . . . 

18.352 

3.340 

16,650 

4.296 

1.527 

3,430 

1,013 

Mufflers  and  Fan  Treatmem 
Relocate  or  Enclose _ _ 

MKC 

90,000 

19.990 

4,142 

4.630 

5.970 

1,894 

4,311 

Mufflers  and  Fan  Treatment .. 

1200 

10.000 

8,772 

6.205 

Mufflers  and  Fan  Treatment .. 

no 

2.640 

328 

49.754  t6,79e 


Table  4.4. — Additional  Costs  for  Hump  Yard  Facilities  To  Go  F-tom  /s*.  70  to  B5 


Hump  Yards  Me 

Master  end  Group  Retarders  .  OuctHe  Iron  Shoes . 

Inen  Reiei'dets  .  Releasable  Retarders 


$Yt2.ti00  .  $13,861 

10,000  39.960  10.496 


Total— Hjnp  vfMO  costs 


39.960  24.357 


(d)  Alternative  Microphone  Locations. 
(1)  If  the  criteria  of  Sec.  201.26  do  not 
permit  measurements  at  the  distances 
defined  above,  the  measurement 
location  may  be  adjusted  within  the 
distance  limits  listed  in  Table  3  below. 
When  such  an  alternate  location  is 
selected,  the  measured  maximum  sound 
level  shall  be  adjusted  by  addition  of  the 
amount  listed  in  Table  3  for  the 
appropriate  distance. 

The  deleted  Figures  2  and  3  are 
attached. 

Dated;  April  19, 1979. 

Edward  F.  Tuerk, 

Anting  Assistant  Aiiministrutur  for  Air,  Numv  uiul  Hnitiuiioh 
IAm-443) 

IDixJrnl  No.  ONAC  79-01;  FRL  1059-8| 

BILUNG  CODE  6S60-01-M 
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Figure  2.  Microphone  Location  and  Areas  of  Consideration  for  Retarder, 
Car  Coupling  and  Refrigerator  Car  Tests 


Note:  Tolerance  on  2  Meter  Distance  is  ±  0.5  Meters 


Figure  3.  Example  of  Residential  Dwelling  Measurement  Surface 
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